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FRANKLIN A. LINDSAY PRESIDENT 



19 May 1967 


Dear Senator Cooper: 

Howard Sprague has told me of his talk with you 
yesterday concerning our analysis of the Nix 
film of President Kennedy's assassination. I am 
enclosing a copy of our technical report together 
with the text of the United Press International 
story. 

I am glad t;hat Itek could make a small contribu- 
tion to further clarification of some of the events 
surrounding the tragedy. 



] Senator John Sherman Cooper 

j United States Senate 

i Washington, D. C. 



